SHAW’S AUTOMATIC SELF-LOCKING CLAMP CASTINGS. 



MADE OF REFINED MALLEABLE IRON. They can be instantly removed oi placed upon beams of any length. 


•— 

Size of Beam. 

Size of Screw. 

Run of Screw. 

No. of Threads. 

Handle. 

Single 

Set Castings. 

Per dozen. 

No. 1 Clamp. 

1 x3 inches. 

| 1-2x1-32 

3 inches 

5 to inch. 

Large Round. 

$1.00 

$10.00 

No. 2 Clamp. 

1^x4 “ 

5-8x1-32 

3 % “ 

D.3 

T. 

$1.20 

$12.00 






























